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Message Text 


UNCLASSIFIED 
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ACTION EB-07 

INFO OCT-01 CIAE-00 COME-OO DODE-OO NSAE-00 TRSE-00 EUR- 12 

ERDA-07 ISO-OO /027 W 

— - — - 120990 

R251558Z SEP 75 
FM AMEMBASSY LONDON 
TO SECSTATE WASHDC 5069 

UNCLAS LONDON 14819 

EXCON 

E. O. 11652: N/A 
TAGS: BFOL, UK 

SUBJECT: WTDR - ELEX SYSTEMS LIMITED (REQUESTED AS 
FLF.X ELECTRONICS) 

REF: DEPT'S A-9143 & 5385 & LONDON'S 1762 & 13895 

I. UK 2. CNTRY CODE: 412 3. SERNO. NA 

4. ELEX SYSTEMS LTD. 

4A CODE: 4B. CODE: A 4C. CODE: X 

5. 22-24 BELL STREET 

6. HENLEY-ON-THAMES, OXON RG92BG UK 

7. ESTABL: 1971 8. EMPL: 4 9. SIZE (21-X) SMALL 

10. REPUTATION: (22-X) FAIR 

I I . SELLS ITS PRODUCTS IN U.K., REPUBLIC OF IRELAND, 

EUROPE AND U.S.A. 

12. RPT. DATE: 9/75 

13. ELECTRONIC INSTRUMENTS AND TEST SYSTEMS. 

14. CONTACT: JOHN IVOR BOWEN TITLE: DIRECTOR 

15. CABLE: ELEX HENLEY. 16. TELEX: NA 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 LONDON 14819 251611Z 
17. TEL: 049126558 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


18. FINANCIAL REFS: LLOYDS BANK LTD., 144 HIGH STREET, 

EDGEWARE, MIDDX. HA87EU 

19. TRADE REFS: E-H RESEARCH LABS (NV), BOX 1018, DE 
GREEFSTRAAT 9, EINDHOVEN, NETHERLANDS. 

20. MAJOR FOREIGN FIRMS REPRESENTED: E-H RESEARCH LABS 
INC. OAKLAND, CALIF. & EINDHOVEN, NETHERLANDS FOR LABORA- 
TORY AND TEST INSTRUMENTATION ACQ. 1974. 

21. SMALL DISTRIBUTOR OF ELECTRONIC LABORATORY AND TEST 
EQUIPMENT CLAIMING ANNUAL SALES TURNOVER OF 50,000 
POUNDS PLUS SYSTEMS AND SPECIAL ORDERS. FIRM ALSO CLAIMS 

TO MANUFACTURE ELECTRONIC COMPONENTS AND TRADES UNDER THE 
NAME OF ELEX ELECTRONICS. AN INFORMED TRADE SOURCE 
REPORTS THAT THERE WAS A COUNTY COURT JUDGMENT AGAINST 
THE FIRM IN DECEMBER 1974, BUT CIRCUMSTANCES ARE UNKNOWN. 

AS THERE IS SO LITTLE INFORMATION ON THE FINANCIAL AND 
TRADING DETAILS OF THE COMPANY CAUTION IS RECOMMENDED IN 
EARLY BUSINESS TRANSACTIONS UNTIL SUFFICIENT TRADING 
EXPERIENCE HAS BEEN OBTAINED. 

22. PREPARED BY: EMLAIRD APPROVED BY: HEMATTOX 
AT: U.S. EMBASSY, LONDON 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 25 SEP 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975LONDON14819 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750333-0709 
From: LONDON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 975091 8/aaaaapon. tel 

Line Count: 85 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: MartinML 
Review Comment: n/a 
Review Content Flags: 

Review Date: 19 MAR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <19 MAR 2003 by maustmo; APPROVED <11 FEB 2004 by MartinML> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: WTDR - ELEX SYSTEMS LIMITED (REQUESTED AS ELEX ELECTRONICS) 

TAGS: BFOL, UK 
To: STATE 
Type: TE 
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